Techtronic Industries Australia Pty Ltd 
Techtronic Industries N.Z. Limited 
Warranty terms and conditions 

For RYOBI products and accessories 


Supplementary compliance information 


The combination of RB1815C (130597015), RB1820C (130597012), RB1840C (130597013) and RB1840X 
(130597019) with the following products does not meet AS/NZS standards requirements: 


¢ OLT1825M 
* OCS1825 
* OGS1822 
¢ OLM1833S 


965001412-01B 


